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The Deutsches Amt fuer Ma terial und Warenpruefung which is headed by 

Dip.L irg, lb-*, ft’l* £fm}y maintained several testing stations in East Germany . 
Tha^s stations had the tas* of examining tne quality of all East German pro- 
aus tSc in April 1951* hov#& mar*, ths tes ting stations were to be dissolved 
From April on the VKB-s and other industries were to be responsible for the 
quality of their products,. The industries were to do the testing in their 
«wo factory laboratories^ end the DAMw was to have the tassc of supervising the 
testing equipment of the industries and the testa performed by the industries* 
This new regulation was allegedly caused by the fact that the 'testing stations 
used up large sum© of money which can no longer be made available,. 
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